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CORRIGENDUM TO VOL. 98, PART I, 1951 


Page 207, Fig. 2: The pairs of frequencies marked “(a)” and “(b)” should be transposed. (The accompanying text is correct.) 


ADDITIONAL CORRIGENDUM TO VOL. 97, PART I, 1950 


Page 130, col. 2, line 7: “. . . exactly the same . . .” should read “but not exactly the same...” 
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